20       DOCKETED ITEMS
P. Operating license stage documents & correspondence
8503050074 Forwards request for add! info re installation of liquid hydrogen storage tank for hydrogen water chemistry program for control of IGSCC.Response requested
ZWOLINyskl,J.A. Operating Reactors Branch 5. 85/02/27. FARRAR.D.L Commonwealth Edison Co. 5pp. 29214:071-29214:075.
8503070394 Forwards Amends -85 & 78 to Licenses DPR-19 & DPR-25, respectively.Amends revise Tech Specs re change in installation or use of facility components located within restricted area.
ZWOLiNSKI.J.A. Operating Reactors Branch 5. 85/02/27. FARRAR.D.L Commonwealth Edison Co. 3pp, 29255:131-29255:189.
-8503070403 Amends 85 & 78 to Licenses DPR-19 & DPR-25,respectively, revising Tech Specs re change in installation or use of facility components located within restricted area.per 10CFR20 & change to surveillance requirements. ZWOLINSKUA.   Operating   Reactors   Branch   5.   85/02/27.   56pp.   29255:134-29255:189.
8503050294 Forwards corrected Amends 83 & 77 to Licenses DPR-19 & DPR-25,respectively.Amends correct typos & word processing errors appearing in original issuance of radiological effluent Tech Specs.
ZWOLINSKUA. Operating Reactors Branch 5. 85/02/28. FARRAR.D.L, Commonwealth Edison Co. 2pp. 29216:075-29216:112.
-8503050303 Corected Amends 83 & 77 to Licenses DPR-19 & DPR-25, respectively.correcting typos & word processing errors in radiological effluent Tech
*   Office of Nuclear Reactor  Regulation,  Director.  85/02/28,  36pp.  29216:077-29216:112.
8503080193 Forwards updated schedule of equipment qualification test programs for each station.
ALEXANDER^. Commonwealth Edison Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 10pp. 29275:015-29275:024.
8503070445    Grants    relief    from    selected    ASME    Code    requirements    per 10CFR50,55a,based on preliminary review of 811005,821210 & 850102 submittals & authorizes implementation of proposed inservice testing program. ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/03/05. FARRAR.D.L. Commonwealth Edison Co. 3pp. 29255:320-29255:322.
8503130312 Notification of 850321 meeting w/util in Bethesda.MD to discuss possible placement of liquid hydrogen tank & mobile liquid propane tanks onsite. GILBERT.RA Operating Reactors Branch 5. 85/03/11. ZWOLINSKUA Operating Reactors Branch 5. 3pp. 29331:039-29331:041.
8503220153 Forwards response to questions on liquid hydrogen storage sys as requested in JA Zwolinski 850227 Itr to DL Farrar.
RYBAK.B. Commonwealth Edison Co. 85/03/12. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 9pp. 29475:054-29475:062.
8503260182 Forwards safety evaluation for temporary mod & summary of other engineering findings & considerations involving temporary replacement of 125-volt battery,in response to questions raised.
RYBAK.B. Commonwealth Edison Co. 85/03/13. KEPPLER.J.G. Region 3, Office of Director. 5pp. 29504:254-29504:258.
8503150464 Forwards corrected Pages 3/4.2-3 & B 3/4.2-29 to Amends 83 & 77 to Licenses DPR-19 & DPR-25,respectively,re radiological effluent Tech Specs due to typos & word processing errors.
ZWOLINSKUA. Operating Reactors Branch 5. 85/03/14. FARRAR.D.L Commonwealth Edison Co. 2pp. 29371:045-29371:050.
-8503150466 Corrected Pages 3/4.2-3 & B 3/4.2-29 to Amends 83 & 77 to Licenses DPR-19 & DPR-25,respective!y,re radiological effluent Tech Specs.
*  Operating Reactors Branch 5. 85/03/14. 4pp. 29371:047-29371:050.
8503210056 Notification of 850321 meeting w/util in Bethesda.MD re possible placement of liquid H2 tank on Dresden site.
GILBERT.R.A. Operating Reactors Branch 5. 85/03/15. ZWOLINSKUA. Operating Reactors Branch 5. 3pp. 29463:214-29463:216.
8503260497 Confirms plans for 850325 meeting w/util in Glen Ellyn.lL to discuss in-crease in personnel errors & HPCI inoperability. per RB Landsman 850311 discussion .w/J Marshall.
NORELIUS.C.E. Region 3, Office of Director. 85/03/20. REED.C, Commonwealth Edison Co. 1p. 29510:222-29510:222.
8503280112 Forwards Amends 86 & 79 to Licenses DPR-19 & DPR-25, respectively & safety evaluation.Amends revise Tech Specs to reflect changes in corporate & station organizations.
ZWOLINSKI.JA Operating Reactors Branch 5. 85/03/20. FARRAR.D.L Commonwealth Edison Co. 3pp. 29552:247-29552:327.
-8503280117 Amends 86 & 79 to Licenses DPR-19 & DPR-25.respectively, revising Tech Specs to reflect changes in corporate & station organizations. ZWOLINSKUA   Operating   Reactors   Branch   5.   85/03/20.   76pp.   29552:250-29552:323.
-8503280126 Safety evaluation supporting Amends 86 & 79 to Licenses DPR-19 & DPR-25,respectively.
*   Office of Nuclear Reactor Regulation,  Director.   85/03/20.  4pp. 29552:324-29552:327.
Q. Inspection reports, IE Bulletins & correspondence
8503130492 Forwards Meeting Repts 50-237/85-02,50-249/85-02, 50-254/85-03,50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04,50-374/85-04,50-454/85-03,50-455/85-02, 50-456/85-03 & 50-457/85-03 on 850118 in Glen EllynJL PAPERIELLO.C.J. Region 3, Office of Director. 85/02/19. REED.C. Commonwealth Edison Co. 2pp. 29348:322-29348:348.
-8503130505   Meeting  Repts  50-237/85-02,50-249/85-02,50-254/85-03,   50-265/85-03,50-295/85-06,50-304/85-07,50-373/85-04, 50-374/85-04,50-454/85-03,50-455/85-02,50-456/85-03 & 50-457/85-03.Major areas discussed:emergency preparedness. PLOSKI.TJ., PHILLIPS.M.P. Region 3, Office of Director. 85/02/13. 25pp. 29348:324-29348:348.
8503050095 Confirms 850208 arrangements for 850307 meeting in Glen EllynJL to discuss licensee regulatory improvement program status.
NORELIUS.C.E. Region 3, Office of Director. 85/02/20. REED.C. Commonwealth Edison Co. 1p. 29221:173-29221:173.
8503040291 Forwards Insp Repts 50-237/85-03.50-249/85-03,50-254/85-05, 50-265/ 85-05,50-295/85-07,50-304/85-08,50-373/85-05. 50-374/85-05 & 50-454/85-04 on 850130,0205-06 & 13.No noncompliance noted.
LITTLE,W.S. Region 3. Office of Director. 85/02/25. REED.C. Commonwealth Edison Co. 2pp. 29178:318-29178:323.
-8503040312 Insp Repts 50-237/85-03,50-249/85-03,50-254/85-05, 50-265/85-05,50-295/85-07,50-304/85-08,50-373/85-05, 50-374/85-05 & 50-454/85-04 on 850130,0205-06 & 13.No noncompliance or deviations noted.
SUTPHIN.R.N., HAWKINS.F.C. Region 3, Office of Director. 85/02/25. 4pp. 29178:320-29178:323.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker," Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503180106 Forwards Insp Repts 50-010/84-20,50-237/84-26 & 50-249/84-23 on 841221-850215 & notice of violation.
NORELIUS.C.E. Region 3, Office of Director. 85/02/28. REED.C. Commonwealth Edison Co. 2pp. 29419:176-29419:190.
-8503180118 Notice of violation from insp on 841221-850215. NORELIUS.C.E. Region 3, Office of Director. 85/02/28. 1p. 29419:178-29419:178.
-8503180127 Insp Repts 50-010/84-20,50-237/84-26 & 50-249/84-23 on 841221-85021 S.Noncompliance noted:failure to take proper & timely corrective action on deficiency identified in May 1983.
CHRISSOTIMOS.N. Region 3, Office of Director. 85/02/25. 12pp. 29419:179-29419:190.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503120550 Forwards Insp Rept 50-237/84-24 on 841210-13 & 850124, 0201-08 & 28.No noncompliance noted.
LITTLE.W. Region 3, Office of Director. 85/03/08. REED.C. Commonwealth Edison Co. 1p. 29314:200-29314:205.
-8503120555 Insp Flept 50-237/84-24 on 841210-13 & 850124,0201-08 & 28,No non-compliance or deviation noted.Major areas inspected: refueling preparations & activities.
MILBROT.W., BUTLER.D., REYES.L Region 3, Office of Director. 85/03/07. 5pp. 29314:201-29314:205.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480-233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.                                                                                                          a
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480-340-29481:084.
8503260409 Forwards Insp Rept 50-237/85-04 on 850201.No noncompliance noted HARRISON.JJ. Region 3, Office of Director. 85/03/12. REED.C. Commonwealth Edison Co. 1 p. 29505:022-29505:027.
-8503260412 insp Rept 50-237/85-04 on 850201.No noncompliance identified Major areas inspected.review of reactor water cleanup sys pipe replacement program & procedures & review of welder qualifications.
KEY.W.J., DANIELSON.D.H. Region 3, Office of Director. 85/03/11. 5pp 29505-023-29505:027.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl oSS,^vN)!^;rtPiv'sioH of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495-120-nt Tech Specs. Radwaste sys procedures, process parameters.sampling methods & controls established. MANGAN.C.V. Niagara Mohawk Power Corp. 85/03/28. VASSALLO.D.B. Licensinq Branch 2.1 p. 29560:093-29560:105.                                                                                  yns:instructions to open root valves included in job order section & proper gauge installation,calibr & root valve alignment verified. FIEDLER.P.B.   General   Public   Utilities   Corp.  -   GPU   Service  Corp.   85/03/15. KISTER.H.B. Region 1, Office of Director. 7pp. 29551:060-29551:066.necticut Yankee Atomic Power Co. 2pp. 29462:277-29462:282.
